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STATINTL 


This Is In e:>nfi station of the verbal go««ahead siren to 
Mr* C« L* JoSmaon luring recent telephone oorrrereatlcma vith 


Ton are hereby auihoriaetl to mk* & prototype installation 

furnished to your STATINTL 


of the R-s! %ci m 3 In 


Burbank facility by the FOG using organisation* flic cost of 


this work is estimated at 

In addition, ym are authorised to fabricate the H 0»*»up A** 
kite of farts for %stect 3 for irataHati m in three additional 
and to fUralsh a Lose of contractor personnel 
to the F0C location for the purpose of installing these kits. 
The cost of tills work ia estimated at , 


25X1 


25X1 
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Atitnonesa seprewrastiw 
of the Contracting Officer 
Customer So* 2 
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